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MONTHLY REPORT 
TECHNICAL SERVICES BRANCH 
ENGINEERING STAFF 
1 February - 28 February 1963 


1. The Branch has been in a period of transition this month 
with the process of my assuming the duties of chief. 

, 25X1 A6b 

2. The work load at Langley Technical Group 

Technical Group continues t^b^very heavy, especially with the 
TDY required to support the^^^H area installations. 25X1 A6b 

3. Twenty-seven applicant folders were processed and five 
PEP' s were interviewed in the continuing attempt to oring the 
technical force up to full strength. 


25X1 A9a 


Services Branch, OC-E 
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